

Miramont Castle was constructed in 1895 as a private home. Today, Miramont is a museum 
dedicated to preserving the Victorian heritage of Manitou Springs and The Pikes Peak region. 
Conveniently located just off Ruxton Avenue in Manitou Springs between the Pikes Peak Cog 
KK depot and the historic downtown shopping district. 


SUMMER - Castle & Model RR Museums open daily 10 a.m. to 5 p.m. Tearoom & Soda 
Fountain open for lunch 11 a.m. to 4 p.m. Restoration donation admissions fees required. All 
proceeds benefit the continuing restoration and development of Miramont Castle Museum. 


MINIATURE MUSEUM 


SEPTEMBER THRU MAY - Self-guilded tours 1:00 - 3:00 daily. Luncheons, dinners, weddings, 
group tours, meetings, etc. for 20 to 75 by reservation. Direct inquiries to the Miramont Castle, 
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A Project of the Manitou Springs 






in i • in « 


rsi?ANn sta iy pass' 












